All of the electrical characteristics define what the
device is capable of under specified test conditions.

(1) "Forward current transfer ratio" is another name
for 3.  In this case, we are talking about an a-c
characteristic, so the symbol is hf^.  if the d-c
Beta is meant, the symbol is HFE.  For the 2H404
Beta is 135.  This simply means the current gain
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